Kalam's Call To The Nation

INDIAN PRESIDENTS

Dr Sarvepalli Radha Krishnan      Dr Babu Rajendra Prasad

Dr. Jakhir Hussam
(1967-69)

Fakruddm Ali Ahmed
(1974-77)

K. R. Narayanan
(1997-2002)

t         Sharvkar Dayal Sharma

(1992-97)

R   Venkatraman
(1987-92)

Neelam Sanjeeva Reddy
(1977-82)

Gnani Jail Singh
(1982-87)

Dr. A. R J. Abdul Kaiam Swearing as Eleventh President of India
on July 25, 2002.

You are the Greater of your own destiny.
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